Nix Ad 


1 Jul 72 


SPExaminer 

0 filed Watergate 

Chooses Martha Ove r Politics 

MITCHELL QUITS FOR WIPE 

Washington - (AP) - Former Attorney General John . 
Mitchell, faced with his wife's ultimatum that he choose 
either her or politics, picked his wife today and quit as 
head of President Nixon's re-election effort. 

Mitchell, who stepped down as attorney general 
[15 Fed 72 j to take over the Nixon campaign, said he was 
quitting in. order to devote more time to his wife and 
familjr. 


